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ABSTRACT 

One of the largest components of a gas dynamic laser is the 
diffuser. A significant reduction in the size of this component could 
represent a significant savings in the size and weight of the entire 
system. The purpose of this investigation was to examine several 
short supersonic diffuser designs with fixed walls and no boundary 
layer control. Thick diffusers with shallow ramp angles are supposed 
to provide optimum pressure recovery for fixed diffusers. It was 
found in this investigation, however, that no loss of pressure recovery 
is suffered when steep ramp angles and thin diffusers are used. Steep 
ramps and thin diffuser sections would serve to minimize both the 
length and weight of supersonic diffusers. Start-up times were also 
investigated. Start-up time was found to be independent of diffuser 
geometry. Measured times to start were much slower than had been 
expected. Work beyond this thesis will seek to determine the reasons 
for this disparity. 
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ABBREVIATIONS 



ft feet 

GDL Gas Dynamic Laser 

lbm pound-mass 

LI a characteristic length of a diffuser defined in Figure 3 

L2 defined in Figure 3 

M Mach Number 

psia pounds per square inch absolute 
psig pounds per square inch gauge 

P a atmospheric pressure, sea level 
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R Reynolds number 

© ramp angle 
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I. INTRODUCTION 



A considerable amount of experimental work aimed at reducing 

total pressure losses in supersonic diffusers has been reported in 

the literature. Most of that work pertains to supersonic wind tunnels 

1-3 

and jet engine inlets. Intense recent interest in gas dynamic and 

chemical lasers has spurred extensive new research into supersonic 

4 5 

diffuser performance. J 

Gas dynamic lasers (GDL) operate at Mach number of 4 to 5.5 in 
the laser cavity. Figure 1 shows a schematic of a typical GDL. As 
evident in the figure, the diffuser represents a considerable proportion 
of the system volume and weight. An efficient diffuser of significantly 
smaller dimensions is a goal of obvious merit. 

For many applications, establishing supersonic flow rapidly in 
the GDL cavity will be important, and some GDL operations consist 
of a series of short bursts. Therefore, start up time is also a 
significant parameter. 

Design criteria for supersonic diffusers for laser applications 
should not be as restrictive as those for wind tunnels and inlets 
where smooth parallel diffuser exit flow may be a necessity. For an 
open cycle system, there would be no such requirement on exit flow 
conditions. However, in a closed cycle or a multi-staged system, 
the nature of the exit flow again assumes importance. 
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H. STATE OF KNOWLEDGE OF SUPERSONIC DIFFUSERS 



Since GDL gain depends inversely on total pressure®, the role of 
the diffuser is to reduce the total pressure requirements and to 
enhance system gain. 

According to Shapiro^, one of the most efficient, fixed geometry, 
supersonic diffusers consists of a ramp, where the area is reduced 
linearly, followed by a constant area section of sufficient length to 
allow the flow to stabilize at a subsonic Mach number, after which a 
subsonic expansion section can be added. Shapiro further states that 
without a length of constant cross sectional area after the ramp, 
regions of locally supersonic flow of even higher Mach number than 
that entering the diffuser are possible. 

O 

Experimental results on rectangular supersonic flow channels 
indicate that if diffusion is accomplished through physical contraction 
of only one dimension of the channel, more efficiency is obtained 
when the larger dimension is contracted. 

Reference 9 shows that pressure recovery is strongly dependent 
on area contraction. Pressure recovery improves as contraction 
ratio- -the ratio of diffuser throat area to the area at the diffuser 
entry plane--is decreased until a certain point is reached. This point 
generally varies with experimental conditions, but if no boundary layer 
control is employed, the point occurs in the neighborhood of the 
theoretical limit for area contraction from the one dimensional flow 
model. This is about 0. 67 for Mach 4. 
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Ramp angles for supersonic diffusers, typically, are shallow. 

Steep ramps produce strong oblique shocks, and as shock strength 
increases, separation of the boundary layer becomes more likely. 
Shallow ramps coupled with the requirement of significant area 
contraction to achieve efficient diffusion necessitate a long ramp. 

Diffuser boundary layer separation generally involves two types of 
phenomena: 1) shock induced separation, and 2) separation due to 
other causes such as a radically divergent flow channel. Shock induced 
separation can be further subdivided into separation behind the shock 
generated by the leading edge of the diffuser, and separation induced 
by a shock incident on a diffuser surface. The first type of shock 
induced separation occurs when the ramp angle is large. ^ In this 
case, the separation point can occur substantially upstream of the 
corner. For small turning angles, only thickening of the boundary 
layer will occur. The second type of shock associated separation is 
governed principally by the Reynolds number of the boundary layer 
and the Mach number of the external stream.^ 

In essence, total pressure losses in diffusers are due to shocks 
and boundary layers. Losses can be somewhat limited by careful 
design to reduce the presence of shocks and by boundary layer removal. 

One way to reduce the overall diffuser length is to use a block of 
wedge shaped diffuser vanes. Reference 8 reported preliminary 
results of experiments with this diffuser scheme. 

The concept of variable geometry diffusers has been utilized for 
both wind tunnel and jet engine inlet designs. The maximum area 
contraction limit on fixed diffusers results from the necessity to 
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pass the starting shock through the diffuser throat. Once the 
supersonic flow is established, further area contraction is possible. 
Supersonic flow can then be maintained at a lower total pressure 
than that required to start the flow. The additional contraction can 
be accomplished either with a system of moveable diffuser walls^ 
or aerodynamically . 1^ 

HI. EXPERIMENTAL PROGRAM 

A. GENERAL 

In 1973, a program was initiated at NPS under the auspices of 
Professors A. E. Fuhs and O. Biblarz to investigate GDL diffuser 
performance with a view toward minimizing diffuser dimensions 
and start up times. A computer analysis of the problem was also 
begun. 14, 15 This paper reports the results of the experimental 
investigation. 

The experiments were concerned with two separate areas of 
endeavor: 1) a study of total pressures required to start supersonic 
flow for various diffuser geometries, and 2) determination of 
transients involved in the starting process. 

B. TEST APPARATUS 

Figure 2 shows the test apparatus. The apparatus consists of 
a supersonic wind tunnel with a bank of nozzle vanes, instead of a 
single supersonic nozzle, to simulate flow conditions in a GDL. The 
flow channel was 4 inches by 1 inch in cross section and 8. 5 inches long. 
The one inch walls of the channel are constructed to hold a variety 
of diffuser pieces. The pieces were made of machined aluminum and 
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bolted into place. Machine tolerances were generally limited to 
within a few thousandths of an inch. The section of flow channel 
between the nozzle tips and the diffuser corresponds to a GDL cavity. 
Diffusion was limited to one dimension- -there was no physical 
contraction of the 1 inch dimension. Plexiglass windows extend from 
the nozzle tips to the flow exit plane. The apparatus exhausts to the 
atmosphere and no boundary layer control is employed. 

Figures 3 and 4 show the test section configured for Mach 4 
operation. The average throat area is 0. 126 square inches. Figure 5 
shows a detail of the nozzle vanes. For Mach 3 operation there were 
six flow passages through the nozzle bank with an average throat area 
of 0.173 square inches. The measured cavity dimensions are 1.000 
inch by 4. 008 inches. 

The NPS Department of Aeronautics blow- down wind-tunnel 
facility served as the flow source. The facility provides dry air 
which can be regulated from 0 to 250 psig. Due to this pressure 
limitation, the investigation was confined to Mach numbers 3 and 4. 

Figure 6 shows a schematic of the blow down tunnel. In the 
transition section, the flow cross section is transformed from 
circular, with a 4 inch radius, to rectangular, 4 inches by 1 inch. 

The transition is accomplished through an epoxy mold inside the 12 
inch long pipe of the section. 

Source air temperature was measured at point B of Figure 6 with 
a thermocouple. The temperature in the pipe was found to decrease 
at 3 to 5 degrees per minute of run time. During all data runs, 
source air temperature variations were limited to between 40 and 80 
degrees Fahrenheit. 
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Typical mass flows were calculated to be 2. 87 lbm./sec. for 

Mach 3 and 2.70 lbm./sec. for Mach 4. Flow velocities in the pipe 

preceding the transition section were calculated to be 22. 2 ft. /sec. 

for Mach 3 and 9. 1 ft. /sec. for Mach 4. The velocity contribution to 

the total pressure was negligible. ' 

6 fi 

The test condition Reynolds numbers were 1.41x10° and 1.64x10° 
at Mach numbers 3 and 4 respectively based on hydraulic diameter. 

Actual Mach numbers measured from Schlieren photographs were 
2. 96 to 2. 98 and 3. 99 to 4. 03. 

C. INSTRUMENTATION 

The pressure at point B, Figure 6, was measured on a dial gauge 
with a scale of 0 to 300 psig in 5 psig increments. Cavity pressure 
was measured on a dial gauge with 0. 5 psig increments tapped into 
point A. To record the pressure-time histories of a fast start, the 
outputs from transducers at points A and B were used alternately as 
the vertical inputs to a Tektronix 549 storage-type oscilloscope 
utilizing either a 1A6 or a 1A7 plug-in unit. The transducer at point 
B was a bourdon tube type, 0 to 650 psig scale and 10, 000 HZ 
frequency response. The point A transducer was the same type 
except the scale was 0 to 25 psig. A piezoelectric blast transducer 
at point C provided the oscilloscope triggering. 

Flow visualization was accomplished with a Schlieren system.. 
Figure 7 shows the setup. 

Two different start modes were used during the experiments. 

For determination of starting total pressures, a slow start mode was 
employed, whereas the pressure-time histories required a fast 
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start. In the slow mode, the pressure was increased gradually in 
5 psig increments until a start was observed with the Schlieren. 

During fast starts, the pressure at point B rose from 0 psig to any 
preset value on the regulator valve in 0. 1 seconds. Figures 8 and 
9 show the pressure at point B rising to 100 psig and to 200 psig, 
respectively, both in the same time, 0. 1 seconds. 

IV. EXPERIMENTAL RESULTS 

A. STARTING PRESSURE DETERMINATION 
1. General Experimental Conditions 

During the testing, length LI (Figure 3) was varied by moving 
the diffuser pieces toward or away from the nozzle tips. The test 
section cavity length then varied as a consequence. Also, as LI was 
varied, different lengths of the diffuser pieces protruded from the 
end of the test section. LI only refers to the length of diffuser from 
the end of the ramp to the end of the plexiglass windows. 

To determine the effects of cavity length variation, three 
tests were conducted. With the test section configuration as shown 
in Figure 4, an extra set of plexiglass windows was clamped onto 
the protruding pieces. In this way, test conditions with identical 
lengths, LI, but different cavity lengths could be compared. The 
extra windows were sealed against leaks and starting pressures were 
redetermined for a 15 degree ramp at Mach 3 and for 10 and 15 degree 
ramps at Mach 4. Dimension L2 was 0.-45 inches for all three tests. 
For these conditions, variations of cavity length appeared to have no 
effect on starting pressure. 
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One pressure-time history was recorded for the configuration 
with the added windows. This was at Mach 4 with a 15 degree ramp, 
and again, there was no discernible effect on start up time. 

• To determine the effect of the protuding sections, 15 degree 
ramps were subjected to another set of test conditions at both Mach 
numbers. In this test, the pieces were sawed off so there was no 
protusion. LI was varied in this manner to correspond to the data 
points previously obtained. Data points obtained with the sawed off 
pieces agreed exactly with those where protruding sections were 
allowed. 

The actual starting pressure was, in most instances, not 
a sharply defined point. Variations in the starting point between runs 
of up to 3 psig were noted in the early stages of the experiment. For 
many of the conditions tested, the neighborhood of the starting point 
is characterized by oscillatory flow or by separated flow in the cavity. 
Errors in judgement as to exactly when these undesirable flow conditions 
had been eliminated may account for some of the scatter. Considering 
these conditions, it is felt that starting pressures determined are 
within an accuracy of +5 psig. 

2. Starting Pressure and Diffuser Geometry 

Preliminary tests indicated that the geometry suggested by 
Ref. 1 is indeed optimum. Figure 10 shows the results of tests with 
a particular set of wedges. Other geometries tested are discussed in 
section IV-B. 

The major effort in this phase of the investigation was the 
testing of the geometry shown in Figure 11. Lengths LI, L2, and O 
were systematically varied and the starting pressures were measured. 
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As has been noted by other experimenters in this field, start is a 
meaningless term unless it is carefully defined. For some diffuser 
configurations, with total pressure near the starting point, flow at 
the desired Mach number was apparently established in some parts of 
the cavity but not in others. Some other undesirable flow conditions 
observed were separated flow in the cavity and unsteady flow. 
Consequently, the start can be defined, for these experiments, as 
steady flow established at the desired Mach number throughout the 
cavity with no boundary layer separation ahead of the ramp. 

Results of this phase of the study are plotted in Figures 12 
through 18. As can be seen from these graphs, diffuser performance 
involves a complicated interplay of three parameters LI, L2, and ©. 

Reference 9 reports achieving Mach 4 flow in a blow-down 
wind tunnel with a very long diffuser at very nearly theoretical 
normal-shock pressure recovery--isentropic flow exhausting through 
a normal shock to sea level atmospheric pressure. Adopting normal 
shock recovery as a performance standard, referring to Figures 12 
through 16, and choosing P^./P a of 4.4 for Mach 3 and P^/P^ of 10.5 
for Mach 4 as reasonably attainable values, the minimum diffuser 
length can be determined through a simple set of calculations. The 
chosen P^./P a ratios correspond to 1.21 and 1. 24 times the normal 
shock recovery values at Mach numbers 3 and 4 respectively. 

At Mach 3, a P^./P a of 4. 4 was achieved with a minimum 
overall diffuser length of 4. 6 inches; Q was 15 degrees, LI 3.0 inches, 
and L2 0.45 inches. At Mach 4, a P./P of 10.5 was achieved with 

L a 

a minimum overall diffuser length of 5. 65 inches. © was 19 degrees, 
LI 4.5 inches, and L2 0. 40 inches. 
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3. Diffuser Performance As a Function of Ramp Angle 

Using a diffuser flow model wherein two oblique shocks are 

generated by the ramps, and a normal shock follows equilibrating 
the flow to atmospheric pressure , P + /P was calculated for various 
©. The results are plotted as Figure 19. Noteworthy is the fact that 
both the Mach 3 and Mach 4 curves have a minimum point. The 
experimental results are plotted vs. 0 in Figures 20 and 21. The 
experimental plots were strongly influenced by parameter LI, however 
there were similarities between the theoretical and experimental plots. 
First of all, the Mach 3 curves, both theoretical and experimental, 
are fairly flat. The optimum pressure recovery for both plots 
correspond roughly to the same general range of 0. The Mach 4 
theoretical plot has a much more sharply defined minimum point. 

The Mach 4 experimental plot shows a dramatic dependence on parameter 
LI. However, when 0 vs. L2 is plotted (Figure 22) for optimum 
P+/P , it is noted that optimum performance shifts from being a 
function of L2 for short LI, to depending solely on ramp angle for 
longer LI. The Mach 4 plot for LI of 4.5 inches agrees quite well with 
the general features of the theoretical plot. The minimum on the 
experimental curve occurs at about 19 degrees and at about 22 degrees 
on the theoretical plot. 

4. Diffuser Performance As a Function of L2 

The computer analysis (Ref. 14) indicated that for a given 
total pressure, diffuser performance depended on 0 and L2 which 
were inversely related. That is, if L2 was large, 0 had to be small, 
and vice versa. This same general tendency was evident in the 
experimental results. 
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One apparent function of parameter L2 is that, after the flow 
is compressed by the ramps, the thickness of the straight section 
prevents the incursion of adverse pressure gradients into the cavity. 

The adverse pressure gradient could cause separation in the cavity. 

It was evident from the experimental results, that a certain minimum 
L2 was required to prevent the adverse pressure incursion. For 
this set of experimental conditions, the minimum L2 which was 
capable of providing this adverse pressure blocking function is 0.40 
inches. Each test condition involving an L2 of . 35 inches was 
characterized by separated flow in the cavity. This region of separated 
flow could be forced out of the cavity by increasing total pressure. 
Separation of identical appearance was caused during one run where 
a set of wedges were installed with a 1/16 inch gap between the wedges 
and the channel walls. This apparently allowed adverse pressure into 
the cavity through the boundary layer. See Figure 23. 

5. Diffuser Performance As a Function of LI. 

Performance was not sharply dependent on LI at Mach 3 
except at the 15 degree ramp angle. However, LI was a very significant 
parameter in the Mach 4 tests. 

There was a general tendency that as the ramp angle increased, 
the slope of the P, /P vs. LI curve increased. Also, as ramp angle 
increased, a greater minimum length of straight section was needed 
to obtain a start. 

B. FLOW VISUALIZATION 

Preliminary investigations sought to determine the actual flow 
mechanisms involved in the diffusion process. A flat plate, 1 / 1 6 
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inch thick, was inserted between a pair of wedge diffusers in the Mach 
3 set up (see Figure 24). When the shocks from the leading edge 
of the diffusers were prevented from interacting, the starting value 
of P t was increased. 

s 

Next, various one-sided and two-sided non-symmetrical wedge 
arrangements were tested. During these tests, flow separation was 
generally observed and performance was generally inferior to that 
obtained with symmetric compression schemes (see Figures 25 
and 26). 

Figure 27 shows the wave patterns developed with no diffuser 
installed in the Mach 3 set up. For this configuration, start occured 
at a P^./P a of 9.1. Moore (Ref. 9) reports obtaining a start at Mach 3 
with no diffuser at a P-(-/P a of 9. 3. 

During the Mach 3 tests with ramps followed by straight sections, 
a stall phenomenon was observed which appeared to be a function of 
total pressure. For diffusers which could be started at 55 psig and 
below, flow through the diffuser appeared to be attached to both 
diffuser walls (see Figure 28). If the total pressure were increased 
to 60 to 65 psig, the flow would separate from one diffuser wall (see 
Figure 29). At 85 psig, the flow would separate from both walls (see 
Figure 30). This corresponds roughly with the geometry related 
stalls discussed in Ref. 16 for subsonic diffusers. 

Figures 31 through 33 are Schlieren photographs of Mach 4 tests 
at ramp angles of 10, 15, and 19 degrees respectively. 

One incident noted in both the Mach 3 and Mach 4 tests was an 
apparent washing out of the diffuser leading edge shocks in the center 
of the channel (see Figures 28 and 32). A possible explanation is 
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that the boundary layer along the plexiglass surfaces may have thickened 

due to interaction with the ramp shock, and merely obscured the wave 

pattern in the flow. If this is indeed the case, the thickened boundary 

layer could be accomplishing a flow contraction in the one inch 

/ 

dimension. This gas dynamic diffusion could account, in part, for 
how efficient diffusion was obtained with the relatively thin diffusers 
and steep ramp angles. 

In this investigation, separation of flow in the cavity was 
apparently a function of diffuser thickness (L2) and not of ramp angle. 

A small number of data points were obtained at high ramp angles, up 
to 20 degrees at Mach 3 and up to 30 degrees at Mach 4, and flow 
separation in the cavity was observed only when L2 was reduced to 
less than 0.40 inches. 

C. PRESSURE-TIME HISTORIES 

Cavity pressure-time histories were recorded for most of the 
diffuser geometries tested and for both Mach numbers. However, no 
correlation of start times with any diffuser parameter or with total 
pressure variations is possible at present. Rather, start times 
appeared to vary randomly between 60 and 100 milliseconds. Start 
time here refers to the time elapsed between oscilloscope triggering 
and cavity pressure stabilizing at the level measured during the 
starting pressure tests. 

The distance between points B and C of Figure 6 was 8.0 inches. 

The blast transducer, installed at point C, had a sensitivity of 0. 15 
volts/psi and the trigger threshold was 0.25 volts. The oscilloscope's 
trigger circuit incorporated a 200 nanosecond delay. The trace at 



21 



point B was displayed nearly in its entirety, so the wave generated 
by the fast start up must have been travelling at about 3300 feet per 
second. Calculations for a shock tube, with a pressure differential 
of 100 psia to 15 psia, indicated that the wave would travel at 2660 
feet per second. The difference may be due to some reinforcement 
of the fast start up wave as it turned the right angle in the pipe after 
the pressure regulator valve. 

Thus the initial wave must have reached the nozzle block in less 
than a millisecond. The' reason for the relatively long start time is 
not apparent now, but it is hoped that high speed motion picture 
photography will provide the answer to this question. Equipment is 
being procured to accomplish this in a later stage of the NPS short 
diffuser program. 

Occasionally, the Mach 3 set up started with a cavity pressure 
oscillation (see Figure 34). The occurence of this phenomenon 
appeared to be random, however, when it happened, it did appear to 
delay start up by a few milliseconds. 

Each pressure-time trace recorded for the Mach 4 tests was 
characterized by an undershoot, that is the cavity pressure appeared 
to undershoot the steady, started value (see Figures 35 and 36). 

During an experimental run, the test set up did vibrate noticeably. 
In addition a bourdon tube transducer, mounted as shown in Figure 4, 
was used to obtain cavity pressure-time traces. These considerations 
must be further investigated before the long start up time, the pressure 
oscillation, and the pressure undershoot can be ascribed to gas 
dynamic effects. 
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V. SUMMARY AND CONCLUSIONS 



Current supersonic diffusers generally have shallow ramp angles 
and thick cross sections. This study indicates, however, that the 
efficiency of thick diffusers with shallow ramps can be equalled and 
even improved upon by using steeper ramps and thin diffusers in a 
GDL configuration. Thus shorter diffusers seem to be a realizeable 
goal. 

The results of this investigation indicate that diffuser performance 
is a complicated function of the parameters LI, L2, and ©. Pressure 
recovery was not dramatically dependent on LI at Mach 3. At Mach 4, 
however, there was strong dependence on LI. At both Mach numbers 
tested, there was a general tendency that for shorter lengths of Ll, 
optimum pressure recovery was in the direction of shallow ramp 
angles and large L2. For longer Ll, best pressure recovery was 
realized with steeper ramp angles and small L2. 

Comparing plots of P /P vs. 0 for experimental and theoretical 

" cl 

values, some relevant similarities were noted. At Mach 3, the two 
plots were similarly flat. At Mach 4, the minima of the two plots 
occurred at nearly the same 0. 

Start up time appeared to be independent of diffuser variables. 
Measured start up times were considerably longer than had been 
anticipated. The start up problem is being further investigated in 
the continuing NPS short diffuser program. 
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a) Top View 




b) Side View 

Co = Combustor, M = Manifold, N = Nozzle block, C = Cavity 
D = Diffuser 



Figure 1. Typical GDL. 
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Figure 3. Test Section and Variable Diffuser Parameters. 
L3 is the Cavity Length . 
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Figure 4. 



The Test Section. 
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Figure 5. Nozzle Vane Detail. 
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. Experimental Set Up Showing the Location of Pressure 
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Figure 7. Diagram of the Schlieren System. 




Figux’e 8. Total pressure time trace for a fast start. 

Maximum pressure 100 psig. Horizontal scale 
0. 1 sec. / cm. 




Figure 9. Total pressure time trace for a fast start. 

Maximum pressure 200 psig. Horizontal scale 
0. 05 sec. /cm. 
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Legend for the graphs which follow. 

is the total pressure. 

P a is the atmospheric pressure. 

LI and L2 are in inches. 

© is in degrees. 

0 indicates start not achieved at that point. 



Numbered data 


points 


No. 


L2 


Contraction Ratio 


1 


.35" 


.825 


2 


.40" 


.800 


3 


.45" 


.775 


4 


.50" 


.75 


5 


.55 


.725 


6 


. 60 


.70 


7 


.65 


. 675 



Figure 11. Legend for following graphs and diffuser variables. 
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Figure 12. P t /P a vs. LI. Mach 3. 
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Figure 13. P t /P a vs. LI. Mach 3. 
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Figure 14. Pt/P a vs. LI. Mach 3. 
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Figure 16. P./P vs. LI. Mach 4. 
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Figure 18. P t /P a vs. LI. Mach 4. 
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Figure 19. P^./P a vs. Q, theoretical. 




Figure 20. Pt/P a vs. 0, Mach 3. 
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Figure 21. P^./P a vs. Q, Mach 4. 
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Mach 4 
0 vs . L2 




.35 .45 .55 .65 

L2 in inches 

Figure 22. Q vs. L2 for optimum P^/P a . 
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Figure 23. Separated Mach 3 flow. 





Figure 24. Two wedge diffusers with center plate. 



Mach 3. 






43 





Figure 25. Non- symmetric diffuser arrangement, ivtacn 3 . 



Figure 26. One-sided diffuser. Mach 3. 
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Figure 27. Schlieren of Mach 3 flow with no diffuser isntalled. 




Figure 28. Fully attached diiiuser now, iviacn o. 
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Figure 29. Flow separated from one diffuser wall. Mach 3. 




Figure 30. 



Flow separated from both diffuser walls. 



Mach 3. 
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Figure 32. Mach 4 flow with a 15 degree ramp. 
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Figure 34. Pressure-time trace for Mach 3. 

Horizontal scale 0. 02 sec. /cm. 



48 




I'’j.uurr :;. r ). Cavity pi'CHHun -time trace . Mach 4. I In straight 

line 2 squares Iroin the top of the scale is atmospheric 
pressure. Horizontal scale 0.02 sec. per cm. 




Figure 36. Pressure-time trace for Mach 4. Horizontal scale 
0.01 sec . / cm. 
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